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CONTROL SYSTEM FOR BEARINGLESS 
MOTOR-GENERATOR 

CROSS REFERENCE TO RELATED 

APPLICATIONS 5 

This application is a divisional application of U.S. patent 
application Ser. No. 11/304,359 filed Dec. 15, 2005, now 
allowed, which is a continuation of U.S. provisional patent 
application Ser. No. 60/637,280, which was filed on Dec. 17, to 
2004, and the description of which is incorporated herein by 
reference. 

This invention was made with government support under 
NCC3-916 and NCC3-924 awarded by NASA. The govern- 
ment has certain rights in the invention. 15 

BACKGROUND OF INVENTION 

The present invention generally relates to an electromag- 
netic rotary drive and more particularly, to an electromagnetic ^ 
rotary drive that functions as a bearingless motor-generator. 
Most particularly, the invention relates to a control system for 
a bearingless motor-generator. 

Electromagnetic rotary drives are commonly used in stan- 
dard motors as well as bearingless motor-generators. A con- 
ventional electromagnetic rotary drive includes a rotating part 
and a stationary part. The rotary part is commonly referred to 
as a rotor and the stationary part is commonly referred to as a 
stator. The stationary part supports a set of windings. A con- 
ventional control system for an electromagnetic rotary drive 
for a standard motor is shown in FIG. 1 . The control system, 
generally indicated at 10 , includes six switches 12 , which 
control the flow of phase currents into a set of windings to 
produce forces, which exert a torque on a rotating part. How- 
ever, this control system produces no forces for levitating the 35 
rotating part, since poles carry the same flux, and balance 
their forces out. 

Unlike the standard motor described above, a conventional 
bearingless motor-generator produces forces for levitating 
the rotating part. An example of a bearingless motor-genera- 
tor is described in U.S. Pat. No. 6,559,567, issued May 6, 
2003, to Schob, the description of which is incorporated 
herein by reference. This bearingless motor-generator has a 
control system for an electromagnetic rotary drive that 
includes control devices, which control the flow of phase 
currents into two windings. The phase currents have a mutual 
phase shift of about 120°. The control system produces forces 
transverse to the windings. These transverse forces can be 
repulsive forces or attractive forces. By orienting the wind- 
ings as described by Schob, the forces may be directed at an 
angle greater than 0° and less than 90° relative to the axis of 
rotation of the rotor. In this way, the rotor can be axially or 
radially levitated. 

It should be noted that the bearingless motor-generator 
described above includes a drive winding for producing a 
drive field and a separate control winding for producing a 
control field. The drive field exerts a torque on the rotating 
part to rotate the rotating part and the control field exerts a 
force on the rotating part to levitate the rotating part. 

A control system is needed that permits both drive and 
control fields to be produced from the same set of windings, 
thus eliminating the need to separate drive and control wind- 
ings. 

SUMMARY OF INVENTION 

65 

The present invention is directed toward a control system 
for an electromagnetic rotary drive for bearingless motor- 
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generators that meets the foregoing needs. The control system 
comprises a winding configuration comprising a plurality of 
individual pole pairs through which phase currents flow, each 
phase current producing both a lateral force and a torque. 

The present invention is also directed toward a bearingless 
motor-generator. The motor-generator comprises a stator, a 
rotor supported for movement relative to the stator, and a 
control system. The motor-generator comprises a winding 
configuration supported by the stator. The winding configu- 
ration comprises at least three pole pairs through which phase 
currents flow resulting in three three-phase systems. Each 
phase system has a first rotor reference frame axis current that 
produces a levitating force with no average torque and a 
second rotor reference frame axis current that produces 
torque. 

Various objects and advantages of this invention will 
become apparent to those skilled in the art from the following 
detailed description of the preferred embodiment, when read 
in light of the accompanying drawings. 

BRIEF DESCRIPTION OF DRAWINGS 

FIG. 1 is schematic representation of a motor drive system 
according to the prior art. 

FIG. 2 is schematic representation of a cylindrical motor 
drive control system according to one embodiment of the 
invention. 

FIG. 3 is a diagrammatic representation of a winding with 
individually stimulated pole pairs. 

FIG. 4 is a schematic representation of stator induced flux 
in a rotor reference frame. 

FIG. 5 is a graphic representation of force induced from 
pole pair d-axis current. 

FIG. 6 is a graphic representation of a force magnitude. 

FIG. 7 is a graphic representation of force components. 

FIG. 8 is a graphic representation of phases of induced 
force by different pole pairs. 

FIG. 9 is a diagrammatic representation of force vectors. 

FIG. 10 is a graphic representation of force commands. 

FIG. 11 is a graphic representation of rotor levitation. 

FIG. 12 is a graphic representation of x-position during 
levitation. 

FIG. 13 is a graphic representation of force command 
components. 

FIG. 14 is a graphic representation of phase currents in 
three different pole pairs during a levitation period with a 10 
A rotor reference frame q-axis current. 

FIG. 15 is a graphic representation of levitation off a back- 
up bearing. 

FIG. 16 is a graphic representation of phase currents in 
three different pole pairs during a levitation period with a 50 
A rotor reference frame q-axis current. 

FIG. 17 is a perspective view of a conical motor driven by 
conical motor drive control system according to one embodi- 
ment of the invention. 

FIG. 18 is a sectional perspective view of the conical motor 
shown in FIG. 17. 

FIG. 19 is a sectional elevation view of the conical motor 
shown in FIG. 17. 

FIG. 20 is a schematic representation of a conical motor 
drive control system according to one embodiment of the 
invention. 

FIG. 21 is a diagrammatic representation of force vectors. 

FIGS. 22, 22A, 22B and 22C together show a schematic 
representation of a force generation control code. 

FIG. 23 is a schematic representation of an axial force 
control block. 
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FIGS. 24, 24A, 24B and 24C together show a schematic 
representation of a control circuit for the conical motor sys- 
tem. 

FIG. 25 is a schematic representation of an implementation 
of a position controller as a proportional-integral-derivative 5 
(PID) controller. 

DETAILED DESCRIPTION 

Referring now to the drawings, there is illustrated in FIG. 2 10 
a cylindrical motor control system 20 for an electromagnetic 
rotary drive for use in a cylindrical bearingless motor-genera- 
tor (hereinafter “motor”). It should be noted that the standard 
motor drive control system described above has only six 
switches 12, while the control system 20 shown in FIG. 2 has 15 
eighteen switches 22. As a consequence, the control system 
20 can stimulate three systems of three phases. Each of these 
systems comprises a pole pair system, generally indicated at 
24, resulting in three pole pair systems. Although there are 
three times as many switches, the required power rating for 20 
each switch 22 is much smaller than that for the conventional 
control system 10 described above. For example, if the num- 
ber of turns in the motor is kept constant, the voltage switches 
22 would be required to block would be one third of the 
normal system voltage of the conventional control system 10 . 25 
If the motor is required to have the same bus voltage as the 
conventional control system 10 , the number of winding turns 
could be increased and the switches 22 would only carry one 
third the normal current of the conventional control system 
10. In addition, the new control system 20 provides fault 30 
tolerance. If any of the coils in the new control system 20 or 
the power electronics for a pole pair system 24 fails, the other 
two three-phase systems will still be able to provide motor 
torque and magnetic bearing forces. 

A winding configuration with individually stimulated pole 35 
pairs is shown in FIG. 3. In this winding configuration, phase 
currents i al , i a2 , i a3 , i M , \ b2 , i 43 , i cl , i c2 , i c3 are defined in the 
three pole pairs 24 shown in FIG. 2. These are essentially 
three three-phase systems. The first system contains phase 
currents i fll , i M , and i cl . This system can be transformed into 40 
a rotor reference frame with known transformations, as fol- 
lows: 


iqsl 

idsl 

*01 


( 2n\ ( 2n\ 

cos 9 r cosl0 r — — I cosl + — I 

sin 9 r sinj#,. - — j sin^0 r + — j 


1 1 

2 2 


1 

2 


* C 1 


( 1 ) 45 


50 


FIG. 4 shows fictional coils (illustrating the manner in 
which the three three-phase systems operate), generally indi- 
cated at 26, 28, which rotate with the rotor 30 representing the 55 
rotor reference frame q and d-axis currents. It should be noted 
that the rotor reference frame d-axis current produces no 
average torque and the rotor reference frame q-axis current 
produces torque. 

Note that while the d-axis current produces no torque, it 60 
does produce a lateral force. It should be noted what happens 
if the rotor reference frame d-axis currents are permitted to be 
different in the three different three-phase pole pairs 24, while 
keeping the rotor reference frame q-axis currents the same. 
FIG. 5 shows the force produced on the rotor 30 when 10 65 
amps (first positive, then negative) is applied individually to 
each of the pole pairs 24 of the rotor reference frame d-axes 


4 

while the other pole pairs have zero rotor reference frame 
d-axis and q-axis currents. FIG. 6 shows the magnitude of the 
force on the rotor 3 0 with i dsl r =+ 1 0 A, and the rest of the rotor 
reference frame d-axis and q-axis currents set to zero. This 
force has an average value of 1 .8 lbs. This force has a strong 
fourth harmonic ripple, and also a much smaller second har- 
monic component. The rotor force components in the x and y 
directions, which are plotted in FIG. 7, each have second 
harmonic ripples, and combine to generate the fourth har- 
monic ripple in the force. 

The above results demonstrate that the forces generated by 
the rotor reference frame d-axis current \ ds r have fairly con- 
stant magnitudes. The force phases generated on the rotor 
using constant d-axis currents are plotted in FIG. 8 . Note that 
this Fig. plots the phases of the force in mechanical degrees 
versus the electrical angle of the motor. The phases of the 
rotor forces generated by exciting separate rotational refer- 
ence frame d-axis currents are 120 mechanical degrees apart 
from each other, and vary 46 mechanical degrees (+/— 23 
mechanical degrees) over an electrical revolution. 

FIG. 9 shows the force vectors PP1, -PP1, PP2, -PP2, PP3, 
-PP3 that are possible with the different pole pairs 24. There 
are six possible force directions, using the positive and nega- 
tive rotational reference frame d-axis currents. These forces 
bound six distinct regions. A desired force within any region 
can be produced optimally by using the vectors bordering that 
region as the basis. From this, a control system can be devel- 
oped. 

First, the phases of the six force vectors PP1, -PP1, PP2, 
-PP2, PP3, -PP3 need to be determined. By fitting the results 
in FIG. 8 , the force phase (3 is calculated for each of the six 
force vectors PP1, -PP1, PP2, -PP2, PP3, -PP3 as a function 
of electrical angle of the rotor 0 r : 


Pi = 4.3050 + 23.1 55 -cos(2-(0 r + 105)^) 

(2) 

Pi— negative ~ Pi 4" ISO 

(3) 

^0 

II 

> 

1 

to 

o 

(4) 

P2-negative — Pi + 180 

(5) 

fa=pi + 120 

(6) 

Pd -negative = Pd + 180 

(7) 


During rotor levitation, the phase of the desired force is 
calculated and compared with the six available force vectors 
PP1, -PP1, PP2, -PP2, PP3, -PP3, and the two force vectors 
that border the region containing the desired force are then 
chosen as the basis. Next, the desired force is transformed 
from the x, y basis to the basis containing the phase of the two 
vectors to be used, $ houndry _^ and $ bou „ dary _ 2 . The transfer- 
mation is performed using the following matrix: 


P = 


real^e^ 


& boundary- 1 ' x | 


real! 


mndary-2 x J 



( 8 ) 


This allows the two currents that make up the boundary to 
the region, i ds . bou „ daryl r , l ds . bo ur,d a ry 2 , to be defined as fol- 
lows. 
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r F i 

1 x-com 

(9) 

* 3 ' 

X4_ 


r x 3 1 

+ 

[x 4 \ 

- 0 ■ 

f ds-boundatyl 
. 1 ds-boundary 2 

= p _1 - 

currentstijfness 

fy-com 

5 

-[»«] 

i 

. 7 . 



currentstijfness 







where F x _ com and F y _ com are magnetic force bearing com- 
mands and current stiffness is a constant that determines the 10 
amount of force delivered to the rotor for 1 amp of current, in 
this case it is 0.18 lbs/A (per FIG. 6). This technique is used 
to generate various force commands; the results can be seen in 
FIG. 10. It should be noted that there may be some ripple in 
the force. This may be expected, as no attempt is made to 
reduce the natural ripple inherent to constant d-axis rotor 
reference frame current. 

Now, a mechanical model of the rotor 30 is generated, with 
motor torques and forces as inputs, and the rotor angle, speed, 20 
lateral position and lateral velocity as outputs. This motor 
rotor is a mass which is free to move in the x and y directions, 
and begin by defining the following complex quantities: 

* 1 =Pos J1 .+rPos > , 25 

* 2 = Vel x +i-Vely 

where x l and x 2 are system states defining rotor lateral posi- 
tion and velocity, i is imaginary number, Pos x and Pos^ are x 
and y rotor positions in inches, and Vel x and Vel^ are x and y 
rotor positions in meters per second. 

From Newton’s second law: 


F=ma=nvx 2 


35 


where F is force in Newtons, m is mass in kilograms. 

With this information, the system can be described as fol- 
lows: 


*i 

*2 


0 1 
0 0 



\F = A 


+ BF 


40 

( 10 ) 


45 


where A and B are linear state space description matrices. 
Note that the controllability matrix C of this system is: 


c =[B A- B] = 


0 


1 

m 


1 

m 


0 


50 

( 11 ) 


55 

This matrix has full rank so the system is controllable. 
Now, angular quantities are defined as follows: 


^3 ® mechanical 

X4 ^ me chan ical 


60 


where x 3 and x 4 are angular position and velocity, § mechanical 
mechanical is the mechanical angle of the rotor in radians, 
and & mechanica i is mechanical speed in radians per second. 65 

With these quantities, the angular system can be described 
as: 


where J is rotational inertia and T is torque in newton-meters. 
The controllability matrix C of this system is: 


c=\bab]= i 3 


The controllability matrix is again hill rank, thus the sys- 
tem is controllable. 

Now the position of the rotor can be described using the 
differential equations above along with the calculated torques 
and forces. 

As was mentioned previously, motor torque will be con- 
trolled by enforcing the same appropriate rotor reference 
frame q-axis currents i r on all three pole pair systems. Also, 
it has been demonstrated that any desired radial force can be 
obtained by correctly controlling the rotational reference 
frame d-axis currents in the individual pole pairs 24. Using 
the results above, a rudimentary magnetic bearing controller 
can be designed to levitate the rotor 30; the position will be 
controlled with a proportional derivative (PD) controller (not 
shown). The controller has negative stiffness compensation, 
which essentially cancels the negative stiffness due to the 
motor permanent magnets (PMs). This controller outputs a 
force command, which is broken down into three pole pair 
rotor reference frame d-axis currents \ dsl r , i ds2 r , i^ 3 r . The 
motor may have mechanical touchdown bearings (not shown) 
which prevent the rotor 30 from contacting the lamination 
stacks of the stator 32 (see FIG. 4); they limit rotor motion to 
within 10 mils of center. On startup, the rotor 30 will be 
resting on these bearings, thus, the rotor will be levitated from 
the starting point on the touchdown bearing. Obviously these 
dimensions are dependent on the physical characteristics of 
the motor. 

When the controller is implemented, the rotor 30 is levi- 
tated off of the touchdown bearing with an initial speed, such 
as 1 00 radians per second, and a torque command, which in 
this example is zero (thus i^/=0 for all three systems). FIG. 11 
shows the x, y plot of the rotor during this levitation, and FIG. 
12 shows the x-component of position versus time during the 
levitation. FIG. 13 shows the PD force command separated 
into the negative stiffness compensation, proportional gain, 
and derivative components. The phase currents during this 
levitation period are seen in FIG. 14. The currents can be 
fairly high when the rotor 30 is being pulled off the back up 
bearings but the currents should decrease dramatically as time 
increases, and the rotor approaches the center. Rotor imbal- 
ance and sensor noise are present in the system, and some 
amount of current will be required to hold the rotor 30 in the 
center of the touchdown bearing. The rotor 30 may be inten- 
tionally rotated around its center of mass instead of its geo- 
metric center, which minimizes levitation currents, although 
in this case the position will not necessarily be forced to 
center. 

In order to show that this control system provides simulta- 
neous motor and magnetic bearing action, levitation is 
repeated, this time with 50 A of rotor reference frame q-axis 
current. The x position during this levitation is plotted in FIG. 
15. This figure shows that the time response of levitation does 
not appreciably change with motoring current. 
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The phase currents present while levitating with 50 A I / 
are shown in FIG. 16. The peak current of 95 A is achieved 
briefly during levitation in l a2 . The maximum current reached 
during the levitation period with no I / is 6 1 A, also in l a2 . So, 
it is apparent that for a particular force level, the motor should 
be de-rated from its maximum power level. However, in this 
example, the magnetic bearing function needs a large force 
only during levitation, to overcome the negative stiffness 
while lifting the rotor 30 off of the back-up bearing. If this is 
the only time a large amount of current is required, tempo- 
rarily exceeding the maximum phase limit of the motor will 
not be a problem, since the excess current will be present for 
such a brief period that no appreciable wire heating will 
occur. Actually, during most applications, levitation will 
occur before motoring starts, so the added current require- 
ment may not exist at all. 

The relevant factor to be considered when selecting ratings 
is the force needed to levitate the rotor. This involves factors 
that are not considered, including sensor noise, shaft runout, 
and rotor imbalance. In addition to compensating for these 
factors, if the motor is used as a flywheel in a satellite, it may 
be necessary to levitate the rotor on earth before sending it to 
orbit, which would require that the bearing system be able to 
support the weight of the rotor 30. Furthermore, the motor 
may be used to provide attitude control of the satellite in 
addition to energy storage. In this application, the magnetic 
bearing should be able to keep the rotor 30 levitated while the 
spacecraft is rotated. 

Two conical motors, wound with three separated pole 
pairs, can be used together with the aforementioned control 
system to fully levitate and spin a rotor. An example of a 
machine 34 having two such conical motors is shown in 
FIGS. 17-19. In the illustrated embodiment of the machine 
34, a rotor 36 rotates on the outside of stators 38, although a 
machine may be configured with rotors that rotate on the 
inside of the stators. Information on the position of the rotor 
36 is received by a controller with eight radial eddy current 
sensors 40 and four axial eddy current sensors 42. 

An exemplary control system 44 for driving the two conical 
motors is shown in FIG. 20. One conical motor comprises 
windings 46 comprised of three three-phase pole pair systems 
24. The other conical motor comprises windings 48 also 
comprised of three three-phase pole systems 24. One advan- 
tage of this type of motor drive control system is that it 
provides fault tolerance; if any switch 22 or pole pair system 
24 fails, the other two three-phase systems 24 will still pro- 
vide rotation and levitation forces. 

FIG. 21 shows the force vectors that are possible with the 
different pole pair systems 24. There are six force vectors that 
have an axial component as well as a radial component. 

FIGS. 22, 22A, 22B and 22C together show a schematic 
force generation control code. Radial force control blocks 50, 
52 use a radial control technique, as discussed above in con- 
nection with the cylindrical motor control system. The coni- 
cal motor essentially reduces the current stiffness, as com- 
pared to that required by a similarly sized cylindrical motor, 
since all of the magnitude of force is no longer directed 
radially. The radial force control block 50 controls the radial 
force applied to Plane 1, while the radial force control block 

52 controls the force applied to Plane 2. A new control block 

53 is introduced to control the axial force. FIG. 23 shows a 
schematic of this control block 53. The inputs to this control 
block 53 are the axial force command at 56 and the rotor 
reference frame d-axis current commands, which were gen- 
erated with the radial force control blocks 50 and 52, at 58. 
Axial force is created when the total force acting on Plane 1 is 
different than the total force acting on Plane 2. Thus, if one 
plane is creating a laige radial force, it will have the effect of 
creating some axial force. However, the resultant axial force 
can be compensated for by adding equal parts of d-axis cur- 
rent to all of the pole pair systems 24 on the other motor. The 
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axial force created by the radial controllers is calculated by 
taking the sum of the rotor reference frame d-axis current 
commands from the radial controller at Plane 1 minus the sum 
of the rotor reference frame d-axis current commands from 
5 the radial controller at Plane 2, then multiplying by the cur- 
rent stiffness at 60. This calculated axial force is then simply 
subtracted from the commanded axial force. This value, cal- 
culated at 62, is added to the rotor reference frame d-axis 
current commands of Motor I (shown in FIG. 21) and sub- 
tracted from the rotor reference frame d-axis current com- 
10 mands of Motor II. The final rotor reference frame d-axis 
current commands at 64 are sent out of this axial force control 
block 53 to the standard rotor reference frame current regu- 
lators 66 in FIG. 24 B. 

FIGS. 24, 24 A, 24B and 24C together show a schematic 
15 representation of a control system for the conical motor sys- 
tem, where the standard rotor reference frame current regu- 
lators 66 are shown in FIG. 24B. A position controller 68, 
shown in FIG. 2 4 A, receives position information from the 
sensors 40, 42 and outputs force commands necessary to 
20 maintain levitation. FIG. 25 shows one implementation of the 
position controller as a proportional-integral-derivative (PID) 
controller. Note that while this specific example uses a PID 
controller, any other suitable controller type can be used, as 
well. The commanded position is input at 70, while measured 
position is input at 72. A standard PID control loop is 
executed at 74. Force commands at 76 are the output of this 
block 68. 

The present invention is not intended to be limited to the 
control system described above. Similarly, the present inven- 
tion is not intended to be limited to any particular winding 
30 configuration. It should be appreciated that any suitable wind- 
ing configuration may be used for carrying out the invention. 

The aforementioned invention is not intended to be limited 
to the motor described above but can be used on other motors 
with six or more poles. Motors with which the invention can 
35 be used include, but are not limited to, induction motors, 
synchronous reluctance motors, and permanent magnet 
motors. The motors may be configured as cylindrical or coni- 
cal, interior rotor/exterior stator, or exterior rotor/interior sta- 
tor. 

The principle and mode of operation of this invention have 
been explained and illustrated in its preferred embodiment. 
However, it must be understood that this invention may be 
practiced otherwise than as specifically explained and illus- 
trated without departing from its spirit or scope. 

.. What is claimed is: 

45 , . 

1. A motor dnve system comprising: 

an electrical motor having 

i) a stator with a core; 

ii) a rotor supported for movement relative to the stator, 

50 ... and 

iii) polyphase windings wound on the core, each 
polyphase winding being spatially separated by 360 
electrical degrees; 

a polyphase power supply for each of the polyphase stator 
55 windings, each polyphase power supply comprising a 

pole pair; 

an inner loop controller configured for controlling the 
polyphase power supply for each of the polyphase wind- 
ings, the inner loop controller having a pole pair config- 
60 ured for controlling a rotor reference frame q-axis cur- 
rent and 

a rotor reference frame d-axis current; and 

an outer loop controller configured for: 

i) determining torque and force requirements necessary 

65 for motoring and levitation; and 

ii) converting the torque and force requirements to 
appropriate commands for the rotor reference frame 
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q-axis currents and the rotor reference frame d-axis 
currents for each of the polyphase systems, 

whereby the rotor reference frame d-axis current com- 
mands and the rotor reference frame q-axis currents 
commands are sent to the inner loop control. 

2. The motor drive system of claim 1, wherein the 360 
electrical degrees span exactly one of the motor pole pairs. 

3. The motor drive system of claim 1, wherein the rotor has 
the same number of poles as the stator. 

4. The motor drive system of claim 1, wherein each 
polyphase winding is separated by 360 electrical degrees, 
whereby each winding is configured to interact with exactly 
one of the motor pole pairs. 

5. The motor drive system of claim 1, wherein each 
polyphase winding which spans one pole pair has one termi- 
nal per phase by which power can be applied. 

6. The motor drive system of claim 5 wherein the 
polyphase windings have “n” phases, where “n” is an integer 
greater than 1 . 

7. The motor drive system of claim 6, wherein, when “n” is 
equal to two, each phase in every two-phase winding is 
exactly the same but spatially separated by 90 electrical 
degrees. 

8. The motor drive system of claim 6, wherein, when “n” is 
greater than two, each phase in the polyphase windings is 
exactly the same but spatially separated by 360/n electrical 
degrees. 

9. The motor drive system of claim 6, wherein the “n” 
phase stationary reference frame is transformed to a two- 
phase rotating reference frame. 

10. The motor drive system of claim 6, wherein, when the 
“n” polyphase currents are transformed into a two-phase 
rotating reference frame, a first phase is aligned with rotor 
flux, which is the rotor reference frame d-axis current; and a 
second phase is aligned 90 electrical degrees to the rotor 
reference frame d-axis current, which is the rotor reference 
frame q-axis current. 

11. The motor drive system of claim 1, wherein each pole 
pair has an independent rotor reference frame q-axis current 
and an independent rotor reference frame d-axis current, 
whereby different a rotor reference frame q-axis flux and a 
different rotor reference frame d-axis flux are created for each 
polyphase system. 

12. The motor drive system of claim 1, wherein an imbal- 
ance of d-axis flux creates a lateral force on the rotor. 

13. The motor drive system of claim 1, wherein a d-axis 
flux requirement is imposed on all pole pairs for motoring, 
and d-axis flux is added or subtracted to each polyphase pole 
pair system to create a desired lateral force on the rotor. 

14. The motor drive system of claim 1, wherein the sum of 
all the q-axis flux creates a torque on the rotor. 

15. The motor drive system of claim 1, wherein the rotor 
reference frame q-axis current and the rotor reference frame 
d-axis current are not directly controlled, such that the q-axis 
current and the d-axis current do not have an explicit control 
loop, but are indirectly controlled, since the motor torque and 
stator flux are directly controlled; 

wherein constant motor torque and stator flux produce 
constant rotor reference frame q and d axis currents. 

16. The motor drive system of claim 1, wherein, when 
energy is converted from electrical energy to mechanical 
energy, the motor drive system is motoring. 

17. The motor drive of claim 1, wherein, when energy is 
converted from mechanical energy to electrical energy, the 
motor drive system is generating. 
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18. The motor drive system of claim 1, wherein the lateral 
force is a levitating force which is directed in the radial 
direction for a radial motor, in the axial direction for an axial 
motor, and in both the radial and axial directions for a conical 

5 motor. 

19. The motor drive system of claim 1, wherein the lateral 
force is a levitating force which has components in both the 
radial and axial directions. 

20. The motor drive system of claim 1, wherein the outer 

to loop controller is configured to control radial position. 

21. The motor drive system of claim 1, wherein the rotor 
radial position is determined and subtracted from a desired 
position to determine position error, wherein a controller 
determines the force necessary to force this error to zero, and 

15 wherein the force is translated to current commands for the 
inner loop. 

22. The motor drive system of claim 21, wherein the posi- 
tion error is forced to zero with PID control. 

23. The motor drive system of claim 1, wherein the rotor 

20 has permanent magnets which create the same number of 

poles as the stator. 

24. The motor drive system of claim 1, wherein the rotor is 
an induction motor type, wherein magnetic flux, induced by 
the difference of frequency of the stator current and the rotor 

25 current, has the same number of poles as the stator. 

25. The motor drive system of claim 1, wherein a magnetic 
circuit of a pole pair and the rotor has periodic varying mag- 
netic reluctance. 

26. The motor drive system of claim 1, wherein the rotor 

30 has wound coils with the same number of poles as the stator. 

27. The motor drive of claim 1, wherein the stator windings 
are concentrated, one coil per phase. 

28. The motor drive of claim 1, wherein the stator windings 
are distributed, having multiple coils per phase. 

35 29 . The motor drive of claim 1 , wherein the stator is wound 

with six poles and the rotor has a six pole structure. 

30. The motor drive system of claim 1, wherein the outer 
loop controller uses six force vectors which are generated by 
applying rotor reference frame d-axis current to the three pole 

40 pairs in a positive or negative manner, to generate a desired 
arbitrary force. 

31. The motor drive system of claim 30, wherein the angle 
of the radial component of each of the available six vectors is 
calculated. 

45 32. The motor drive system of claim 3 1 , wherein two of the 

available vectors are used to create a force on the rotor. 

33. The motor drive of system claim 32, wherein a desired 
arbitrary force is converted from the vector basis to two rotor 
reference frame d-axis currents. 

50 34. The motor drive system of claim 33, wherein the 

desired arbitrary force is given by its x and y components and 
converted to two rotor reference frame d-axis currents. 

35. The motor drive system of claim 1, wherein the desired 
force includes an axial component, and wherein the axial 

55 force is created by adding an equal amount of rotor reference 
frame d-axis current to each of the three phase pole pair 
systems. 

36. The motor drive system of claim 1, wherein the power 
supply is a plurality three-phase inverters comprised of a 

60 plurality of switches for controlling the flow of phase current. 

37. The motor drive system of claim 1, wherein the power 
supply is three three-phase inverters comprised of eighteen 
switches. 



